Aluminum Solid Panel 








Characteristics of Aluminum Solid Panel 


Resistance to weather: solid Aluminum sheet possesses the superior durability, resistance to 
wear, resistance to UV radiation, resistance to oxidization and resistance to corrosion and withstands 


harsh environments. 

Fireproofing: solid Aluminum sheet is excellent in fireproofing, possesses strong flame retardant 
and reaches the fireproofing standard Class A2. 

Easy processing: solid Aluminum sheet is with high strength, light weight, Superior ductility and 
diversified shapes, capable of being processed into all kinds of complicated shapes like plane and 
cambered surface, fully adaptive to decoration and designable. 

Light weight: solid Aluminum sheet is lightweight, with less deadweight burden, convenient for 
installation thus shorten the construction time. 

Rich colors Rich colors can meet diversified design requirements of architects. 


Resistance to soiling: Good resistance to soiling facilitates cleaning and maintenance. 
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